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Message Text 

UNCLASSIFIED 

PAGE 01 BAMAKO 03345 I42202Z 
ACTION OC-06 

INFO OCT-OI AF-IO ISO-00 CCO-00 OCL-00 FBOE-00 A-OI 
SY-05 /023 W 

030035 I52050Z/21 

R 131748Z JUL 78 
FM AMEMBASSY BAMAKO 
TO SECSTATE WASHDC 0065 
INFO AMEMBASSY ACCRA 
AMEMBASSY ABIDJAN 
AMEMBASSY MONROVIA 

UNCLAS BAMAKO 3345 

ACCRA FOR RCO, ABIDJAN FOR TSO, MONROVIA FOR ATO 

E.O. 11652: N/A 

TAGS: AFAC, ASEC, ABLD 

SUBJ: CCC RETROEIT OF A/C 

REF: STATE 175957 

1 . ALL THREE PUMPS DAMAGED BEYOND REPAIR AND WILL REQUIRE 
REPLACEMENT OF PUMP PORTION, NOT MOTOR PORTION, OF ALL THREE 
UNITS. BEST GUESS FROM TYPE OF DAMAGE EVIDENT IS THAT THE 

UNIT WAS LEFT OUT-OF-DOORS DURING FREEZING WEATHER LAST WINTER 
AND REMAINING WATER IN THE UNITS FROZE, OPENING LARGE CRACKS 
IN THE IMPELLER HOUSING. THE UNITS ARE RUST-STAINED WHERE 
RUSTY WATER RAN OUT AFTER THE ICE MELTED. 

2. ALL THREE UNITS BEAR THE SAME PUMP MODEL NUMBER 11/4X5-1-4-1. 

ALL THREE ARE INGERSOL RAND HK MODEL PUMPS. THE SERIAL NO S 
ARE: 

0976-1297 B 
0976-1298B 
0976-1299 B 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BAMAKO 03345 142202Z 

3. REFERENCE PARA 3 REFTEL. NO A/C TECHNICIAN IS AVAILABLE 

TO DETERMINE AN ACCURATE ANSWER. PUMPS ARE HOWEVER, CONNECTED BY 
1 1/4" PIPE TO CHILLER UNITS, AND THE "OTHER SIDE" OF THE 
PUMP CONNECTIONS ARE ALL COMMONLY JOINED AND AWAIT ATTACHMENT 
TO A SUPPLY SOURCE. 
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